&® Audi A4 Wiring Diagram No. 327 /1 


Servotronic 
From 2002 m. y. 


Main fuse 


A97--0220 


@ on the Battery, 


Connector station A-pillar 


12.2005 


&® Audi A4 Wiring Diagram 


No. 327/1 


@ behind side trim, left 


11 - 6-Pin Connector, black (T6b) 
4-Pin Relay Carrier with threaded connection 


@ Instrument panel driver side 


9-Pin Relay Carrier with Vehicle Electrical System Control Module 


@ Instrument panel driver side, behind 3-Pin Relay Carrier 


12.2005 


&® Audi A4 Wiring Diagram No. 327/1 
2 - Servotronic Control Module (J236) 


12.2005 


&® Audi A4 


Wiring Diagram 


No. 327/2 
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97-55874 


Ground connections 


D__Ignition/Starter Switch 
J236 


Servotronic Control Module 
Control module with indicator unit in instrument panel insert 
Servotronic Solenoid Valve 
6-Pin Connector, black, connector station A-pillar, left 
16-Pin Connector, black, diagnostic connection 
32-Pin Connector, green, on instrument panel insert 
) Ground connection -1-, in instrument panel wiring harness 
) Threaded connection -2- (30), on the relay plate 
Plus connection (15), in instrument panel wiring harness 
Wire connection (vehicle speed signal), in instrument panel wiring hamess 
Plus connection (30). in instrument panel wiring harness 
Wire connection (K-diagnosis wire), in instrument panel wiring harness 


Wire connection (High-bus), in instrument panel wiring harness 


Wire connection (Low-bus), in instrument panel wiring harness 


Discontinued from 2002 model year 


white 
black 
red 
brown 
green 
blue 
grey 
lilac 
yellow 
orange 
pink 


12.2005 


